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"STATE ALSO PASS COMMERCE" 

1. BEGIN SUMMARY. JAPANESE INDUSTRIAL STANDARDS (JIS) INFO 

IS AVAILABLE IN ENGLISH FROM NIHON KOOGYOO KIKAKU KYOOKAI 
(JAPAN INDUSTRIAL STANDARDS ASSOCIATION), 1-24, 4-CHOME, AKASAKA, 
MINATO-KU, TOKYO, TEL (03)-583-8001. COST FOR QTE JIS YEARBOOK 
UNQTE IS 600 YEN PLUS SHIPPING. END SUMMARY. 

2. JIS YEARBOOK IN ENGLISH AVAILABLE AT ABOVE ADDRESS. 

JIS INDEX IS NOT INCLUDED IN YEARBOOK, HOWEVER. INDEX AND 
YEARBOOK AVAILABLE IN JAPANESE IN QTE SOOMOKUROKU UNQTE 
(GENERAL CATALOGUE) AT 800 YEN PLUS SHIPPING. SPECIFICATIONS 
FOR JIS ON INDIVIDUAL PRODUCTS ARE AVAILABLE IN ENGLISH AND 
JAPANESE. FOR EXAMPLE, JIS PUBLICATION NO. JIS C 8430 
QTE UNPLASTICIZED POLYVINYL CHLORIDE CONDUITS UNQTE IS AVAILABLE 
IN ENGLISH FOR 240 YEN. JAPANESE VERSION QTE KOOSHITSU BINIRU 
DENSENKAN UNQTE SOLD FOR 80 YEN. 

3. ANOTHER USEFUL PUBLICATION FOR PROSPECTIVE EXPORTERS OF 
ELECTRICAL GOODS TO JAPAN IS QTE DENKI YOOHIN TORISHIMARI HOO 
KANKEI HOOREI SHU UNTQE (ELECTRIC SUPPLIES CONTROL LAW RELATED 
LAWS AND REGULATIONS COLLECTION), PUBLISHED IN JAPANESE ONLY 
BY THE NIHON DENKI KYOOKAI (JAPANESE ELECTRICAL ASSOCIATION), 

1-3, YUURAKUCHO, CHIYODA-KU, TOKYO, TEL. 03-201-0080, 

IN OCTOBER 1970. THE BOOK IS NOW OUT OF PRINT. ASSOCIATION 
INFORMED US THAT MAJOR MODIFICATION OF ELECTRIC SUPPLIES 
CONTROL LAW AND REGULATIONS IS BEING PREPARED BY 
THE TECHNICAL SECTION, PUBLIC UTILITIES DIVISION, 

RESOURCES AND ENERGY AGENCY, MITI. AFTER THE LAW AND REGULATIONS 
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HAVE BEEN CHANGED AND PUBLISHED IN THE QTE KANPOO UNQTE, 
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EQUIVALENT OF THE FEDERAL REGISTER, ASSOCIATION WILL PUBLISH NEW 
EDITION OF THE BOOK. BOOK SOLD FOR YEN 1500. 

4. THE ELECTRIC SUPPLIES CONTROL LAW RELATED LAWS AND REGULATIONS 
COLLECTION OUTLINES ALL LEGAL PROCEDURES WHICH MUST BE FOLLOWED 
TO IMPORT, SELL, AND USE ELECTRICAL GOODS. FOR EXAMPLE, PROCEDURES 
FOR OBTAINING IIS CERTIFICATION EXPLAINED IN NAHA 358 ARE 
IN CHAPTER 12, QTE VARIOUS PROCEDURES UNQTE, PAGE 65. 

SYLVESTER 
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